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Message Text 

CONFIDENTIAL 

PAGE 01 KARACH 03951 301054Z 
ACTION OC-06 

INFO OCT-01 EUR- 12 NEA-10 ISO-OO CCO-OO OCL-OO /029 W 

111260 301323Z/45 

R 30081 1Z AUG 77 
FM AMCONSUL KARACHI 
TO SECSTATE WASHDC 2244 
USINT BAGHDAD 
INFO AMEMBASSY ATHENS 

CONFIDENTIAL KARACHI 3951 

DEPT FOR A/OC-NEA; ATHENS FOR ATO; BAGHDAD FOR CRO 

FROM RCO 

E.O. GDS 
TAGS: AFAC 

SUBJECT: BAGHDAD CCC PWER INSTALLATION 
REF: (A) STATE 206033, (B) ATHENS 5081 

1 . CEO/C JEFFERSON WILL BE TEAM MEMBER FOR BAGHDAD 
CCC POWER INSTALLATION. 

2. CEO/C JEFFERSON HAS APPLIED FOR IRAQI VISA IN 
KARACHI ON AUG 24 AND WAS INFORMED THAT VISA WOULD 
BE GRANTED O/A SEPT 8. 

3. DEPT SHOULD COORDINATE ARRIVAL IN BAGHDAD 

ALL TEAM MEMBERS. WILL ADVISE AS SOON AS JEFFERSON'S 
VISA IS OBTAINED. 

MOORE 

CONFIDENTIAL 
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